DOUBLE STRIKE 





from ALASTAIR WALTER. 


The illustration shows the back of a ld GV 
McKennal Head. There are two distinct perfin dies. 
TR/C (T3830.01 which is not identified) and 
W.B/CL (W0600.02 of William Briggs & Co., 34 
Cannon Street, Manchester 4) 

Double strikes of the same die are too common to 
bother about, but a double strike of two very 
different dies must be unusual. 

Has anyone else any similar strikes? 
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